ft 


BILL NO. S-Tl-OS-'^S^ 


SPECIAL ORDINANCE NO. S- / 7/ 


AN ORDINANCE approving contract with EARTH 
CONSTRUCTION & ENGINEERING, INC. to raise 
Water Main in Williams Street. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. That the contract approved March 18, 1971 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and EARTH CONSTRUCTION & ENGINEERING, INC., 
for : 


Raising approximately 180 feet of 36" 
water main in Williams Street at Harrison 
Street, and replacing all pavement and 
sidewalk damaged or removed, and restora- 
tion of working area. 


for a total cost of $6,790.00, all as more particularly set forth 
on CITY UTILITIES PURCHASE ORDER NO. 0626, which is by reference 
incorporated herein and made part hereof, is hereby in all things 
ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 




JJ, ^ 


seconded by 


Read the first time in full and on motion by _ 

and duly adopted, read the second time by title and referred 


to the (Committee on) 




(■a nd t o the City Pi - an 


nnmmi Biiii II r“r ’'i'‘ "" ‘* mTr"n^ "*'ii (and P^Y^^lic Hear ing to be Jiel,dL_afJter- due legal notice, - 

at the GotrmrrT“^ambefg; City- Hai"l , Fort Wayne, Inai4fta,"TS!r — _ 

the day of ■ • , at o'clock^ 


Date: 


3 - 3 - 7r 


City Clerk 






Read the third time in full and on motion by 

and duly adopted, placed on its passage. 


seconded by 


Passed 4*0ST) by the following vote; 


AYES 

Adams 

Dunifon 

Fay 1 

Geake 

Nuckols 

Robinson 

Rousseau 

Steigerwald_ 

Tipton 


u > 


NAYS ^ , 


ABSTAINED 


ABSENT 


I to -wit: 




/ 


Date 


-¥ ■ 1 - 3 - 7/ 





City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
«*«ing M«n^ifi«neral) (Annexation) (Special) (Appropriation) Ordinance (Resoiuti-ow) C, O-// 

4/- 

on the.. Jlay of , 19 JJ_ 



the Mayor of the City of Fort Wayne, Indiana, on the 


St 




of 




, 19 ~j I at the hour of 



o'clock .M. ,E,.S.T 







City Clerk 


Approved and signed by me this / day of __ 
at the hour of 1-', o'clock 1^ .M. ,E.S .T. 


CL 




0 


.. 19 Zz. 


V 


Bill No. S-71-03-08 

REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee on City Tltil ities to whom was referred an Ordinance 

approving nontrant with EARTH CONSTRUCTION. & ENGIKEERIMG^_ INC, to raise Water 

Main in Wi 11 iama. Street j 


have had said Ordinance under Ji^sideration and beg leave to report back to the Common 
Council that said Ordinance ^ PASS. 


■TACK K. nTTMTFONj CTia i rmaj3_ 


WIT, T. TAM K. OF.AKF., Vi oo -Chairman. 


THOMAS a. ADAMS 


■TOHW mTOKOT.S 


HHHHHHT O. TTPTON, 



- 






CONCURRED IN 

FUAD G. EONAHOCM, CITY CLEPX 


